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MINISTRY OP COMMERCE & INDUSTRY 
PUBLIC NOTICE 
Import Tram Control 
New Delhi, the 10th September, 1964 

Subject: — Import of loose fittings for High Tension Insulators — Licensing policy 
for the period July — December, 1964. 

No. 79-ITC(P.N.)/64. — Attention Of importers Is invited to the entries against 
Serial No. 43(e) -II in Section II to the Red Book for the period July — December, 
1954, It has been decided that loose fittings for High Tension Insulators like 
Suspension clamps etc. should not be allowed to be imported against licences for 
High Tension Insulators falling under the said item, 

2. The following entry shall be deemed to have been made in the remarka 
column (column 6) against S. No. 43(e) -II in Section II to the Red Book for the 
period July— December, 1954: 

"All metallic fittings other than pin and cap cemented to insulator 'will not 
be allowed to be cleEcrea against licences issued for this Sarlal 
Number,” 


5. KBISJP^ASWAMY, Dy, Secy. 
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